* December, 1953 


LIGHT AND LIGHTING 


Vol. XLVL—1953 


Authors Index 


A 
AITKEN, N. H. Light, Colour and the 
Eye 
ALLPRESS, 2 q Flameproof, 
Pressurised and __Intrinsically-safe 
Lighting Equipment 
B 
BESEMER, 
Lighting 
Brown, A. G. Mercury Lamps with 
Internal Reflectors 
BETJEMAN, J. Lamp Posts and Land- 


CaNnHAM, A. E._ Light and Plant 
Growth 167 
Crack, F. J. G. Lamps for Industrial 


Lighting 335 


ExceLt, P. M. Illumination Calcula- 
tions for Installations using Long 
Linear Light Sources 


F 


Ficais, P. D. Calculation of Illumina- 
tion Levels by the Line Source 
Method 


Gove, W. Industrial 


Welfare 


Lighting and 


HARTLAND-THOMAS, M. Home Light- 
ing 150 
Hemmons, J. S. Lamps for Industrial 
Lighting 335 
Hicains, C. Neon Signs and Displays 373 
HoFFMAN, J. A Colour Matching Unit 391 


Subject Index 
A 


PAGE 

A.P.L.E. Conference and Exhibition... 445 

Aircraft Maintenance, Lighting for 188 

Architectural Use of External Lighting 
of Buildings 

Association Frangaise des Eclairagistes 


270 
383 


Background of Research 215 

Books, Reviews of...111, 247, 285, 367, 497 

British Fluorescent Street Lighting 
Abroad 


J PAG 


JenHu, V. J. Seeing with Foglamps ... 174 
Jones, W. J. Electric Lamp Progress 224 
L 
Lockyer, E. N. Sidings Lighting at 

Nantgarw 


May, A. F. Floodlighting of Govern- 
ment House, Hong Kong 
Coronation Illuminations 
Kong 

Mitton, A. V. Lighting in Hazardous 
Atmospheres 

MAISONNEUVE, French 
Approach to Visual Comfort 


P 


ro A. G. Random Review of 

1 

Pick, B. Coronation Decorations ... 

Proctor, T. G. F. Lighting Fittings 
for Tropical Countries 

PooLe, J. . M. — Timber 
Standards 

Popkess, A. Street Lighting as the 
Policeman Sees It 


in Hong 


Lamp 


RoBINSON, W. Lighting on Farms ... 
Looking Lighting in the Face 
ROSENBERG, G. The Architectural Use 
of External Lighting of Buildings ... 
Ss 


STEVENS, W. R. Background of 


Research 


TRAPPEN, E. VON DER. Office Lighting 


in Germany 


Watts, H. E. G. British Fluorescent 
Street Lighting Abroad 

WAKEFIELD, J. R. An Investigation of 

Glare in Mine Lighting 


Cc 


C.LE. Meeting on Natural Lighting 
Calculations, Illumination 
Chatsworth, Floodlighting at 
Cold Cathode Lighting Installation, A 
Colour Matching Unit 
Colour Vision 
Contemporary Home Lighting Fittings 153 
Coronation Decorations, etc....56, 59, 60, 117 
Coronation Illuminations in Hong Kong 387 
Coronation Lighting 
Correspondence 

25, 66, 110, 158, 194, 242, 366, 402, 463 





500 
PAGE 


Daylighting 
Dow Prize 


Electric Lamp Progress 
Electrical Engineers’ Exhibition 


Farm Lighting 
Fittings, Lighting 153, 207, 245, 397 
Flameproof Lighting Equipment 475 
Floodlighting, Coronation 
Floodlighting at Chatsworth 
Floodlighting at Hong Kong 
Floodlighting of Sea Defence Works... 
Foglamps, Seeing with 
Fluorescent Street Lighting in the City 
of London 
Fluorescent Street Lighting in the United 
States 
French Approach to Visual Comfort... 
French Code of Lighting Practice 
French Liners, Lighting on ‘New 


H 


Hazardous Atmospheres, Lighting in... 

Home Lighting 

Home Lighting Fittings, Contemporary 

Hong Kong, Coronation I/luminations 

Hong Kong, Floodlighting of Govern- 
ment Buildings 


LE.S. Activities 
34, 75, 113, 159, 199, 249, 264, 364, 


Ideal Home Exhibition 

Illumination Calculations ............... 28, 

Industrial Lighting, Lamps for 

Industrial Lighting and Welfare 

International Electrotechnical Commis- 
sion 

Investigation of Glare in Mine Lighting 


L 


Laboratory, A New Lighting 

Lamp Posts and Landscape 

Lamp Standards, Timber 

Lamps for Industrial Lighting 

Light and Plant Growth 

Light, Colour and the Eye 

Lighting and Welfare, Industrial 
Lighting Fittings 245, 
Lighting Fittings for Tropical Countries 
Lighting for Aircraft Maintenance 
Lighting in Hazardous Atmospheres... 94 


LIGHT AND LIGHTING 


December, 1953 


i 
Lighting of Pedestrian Crossings 
Lighting on New French Liners 
Lighting Trends in the U.S.A. ............ 
Looking Lighting in the Face 


M 


Mercury Lamps with Internal Reflectors 361 
Mine Lighting, Investigation of Glarein 345 
Motor Cars, Showing 


N 
Nantgarw, Sidings Lighting at 
Natural Lighting 
Neon Signs and Displays 
New Lighting Installations 


° 
Office Lighting in Germany 


B 
Pedestrian Crossings, Lighting of 
Plant Growth, Light and 
Physical Society Exhibition 


R 


Random Review of 1952 
(Research and the Lamp 
Reviews of Books 


S 

Seeing with Foglamps 

Sidings Lighting at Nantgarw 

Street Lighting Abroad, 
Fluorescent 

Street Lighting as the Policeman Sees It 417 

Street Lighting in Northern Ireland 

Street Lighting in the City of London, 
Fluorescent 

Street Lighting in the United States, 
Fluorescent 

Street Lighting Installations, Recent... 

Street Lighting Progress in South-East 
Scotland 


Through the Reflector, 1952............... 
Timber Lamp Standards 
Time and Life Building, London 


U 
U.S.A., Lighting Trends in the............ 


Vv 
Vision and the Nervous System 


Vision, Colour 
Visual Comfort. 








